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Shakopee, MN 55379 USA 
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Call 800.430.6536 

http://www.testresources.com 



About Us Test 



helping customers solve 



TestResources, Inc. is led 
their mechanical testing problems for almost 20 years. 

Our Customers value the delivery of the responsive, affordable, and effective solutions 
that overcome the challenges of their static and fatigue testing applications. As test 
engineers that develop and produce a wide range of test systems and accessories, we 
solve challenges ranging from highly technical down to the basics. We know testing. 

know our customers by first name. Every call is directed to an experienced 
application engineer who has the technical expertise to craft a solution tailored to your 
unique application. Do not be surprised when we ask a lot of questions during our 
conversation. We want to make sure that you get the solution you need, not just the 
products we have in stock. 




GT122 Mechanical Wedcre Gri 



GT122 Mechanical wedge action grips feature grip 
bodies that move vertically to open and close wedge 
jaws that remain stationary relative to the sample, and 
open and close laterally. As the handles are tightened 
manually, the grip bodies move, the jaws are held in 
position on the sample and open and close laterally. 
The dual acting wedge jaws also move simultaneou 
relative to the grip centerline, ensuring correct 
specimen alignment, removing bending strains tha 
invalidate test results. Interchangeable JT122 jaws ar 
available matched to the needs to test round and flat 
samples. These grips save time with a side openin 
that enables quick and easy sample insertion. 
Note: Optional adapters or mechanical connecti 
available for all test machines. 




GB5-400 Hydraulic Wedcre Faticrue Grii 




GB5-400 Series hydraulic wedge action grips are designed for static and fatigue testing of 
metals, composites and other materials that require relatively high test forces. They are 
commonly used with servo hydraulic test machines where high pressure hydraulic fluid is 
available. They are also supplied with static electromechanical test machines. An optional 
grip hydraulic power pack is available (reference model GHPP) with pressure ratings to 
10,000 psi (700 bar). Hydraulic operation enables reliable, consistent and adjustable 
clamp loading which is important in the case of relatively fragile samples. The grips 
feature a side opening design for simple and quick specimen insertion. A variety of wedge 
jaw faces are available for different specimens. 




Pneumatic Vice Grips 




□ Pneumatic vice grips use air pressure to actuate cylinders to provide constant clamp 
loads to test specimens of a wide variety. They are best suited to the following 
mechanical testing needs: 

□ High volume tests where opening and closing actions are repetitive for operators. 

□ Sensitive or fragile test samples where clamping can cause failure or where multiple 
tests are performed. Many times, it can be desirable to test all samples under 
constant clamping conditions. 

□ High elongation tests where the samples shrink as they are pulled. If the sample 
stretches (e.g. plastics and rubber), the sample can pull out of mechanical action 
clamps. Air cylinders can adjust to the changing conditions and hold ~ regardless of 
sample deformation. 




> Textiles & Geotextiles 

> Sheets, Thin Films, Foils - Flat speW 

> Thread, wire, rope - Round shapes 

> Soft materials 
Lap Shear samples 




